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ACTION NEA- 10 

INFO OCT-01 ISO-OO FEA-01 AEC-05 AID-05 CEA-01 CIAE-00 

CIEP-01 COME-OO DODE-OO EB-04 FPC-01 H-01 INR-05 

INT-05 L-01 NSAE-00 NSC-05 OMB-01 PM-03 RSC-01 SAM-01 

OES-02 SP-02 SS-15 STR-01 TRSE-00 FRB-01 /073 W 

117217 

P R 241406Z OCT 74 
FM AMEMBASSY TEHRAN 
TO SECSTATE WASHDC PRIORITY 8728 
INFO AMEMBASSY ABU DHABI 
AMCONSUL DHAHRAN 
AMEMBASSY JIDDA 
AMEMBASSY KUWAIT 

UNCLAS TEHRAN 9026 

E.O. 11652: NA 
TAGS: ENGR, IR 

SUBJ: WELL-FIRE IN AGHA JARI 

1. KAYHAN INTERNATIONAL OCT 24 REPORTS WELL IN GIANT AGHA JARI FIELD 
HAS BLOWN OUT AND CAUGHT FIRE. NO INJURIES REPORTED BUT DRILLING 
RIG DESTROYED. WELL LOCATED 1 19 MILES SE OF AHWAZ BLEW OUT WHEN 
HIGH-PRESSURE GAS WAS HIT AT DEPTH OF 3200 FEET. EXPERTS ON SITE 
QUOTED AS SAYING TWO RIGS IN PLACE NEAR BURNING 

WELL, AND WILL DRILL INTO BURNING WELL TO PLUG IT. SAME EXPERTS 
SAID FIRE WOULD BE OUT IN 25-30 DAYS AND ADDED NO OUTSIDE EXPERTS 
WOULD BE NEEDED TO CONTROL THE FIR. THEY SAID ATTEMPTS MAY ALSO 
BE MADE TO BLOW OUT THE FIRE BY AERIAL BOMBING WITH HIGH EXPLO- 
SIVES. 

2. CONSUL REPORTS FROM KHORRAMSHAHR THAT WELL BLEW OUT 22:00 
OCT 22 AND ADDED RED ADAIR AND HIS TEAM OF BLOW-OUT SPECIALISTS 
ARE EXPECTED MOMENTARILY, NEWSPAPER REPORTS TO CONTRARY 
NOTWITHSTANDING. 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: OIL FIELDS, FIRES 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 24 OCT 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974TEHRAN09026 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740304-1017 
From: TEHRAN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19741018/aaaaapbk.tel 

Line Count: 60 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: cunninfx 
Review Comment: n/a 
Review Content Flags: 

Review Date: 15 MAR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 5 MAR 2002 by chappeld>; APPROVED <1 1 FEB 2003 by cunninfx> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: WELL-FIRE IN AG HA JARI 
TAGS: ENRG, IR 
To: STATE 
Type: TE 
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